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urs . Barrett  A Ge.:tlemerh 


the  year  1944 J 


I herewith  submit  my  report 


as  L.O.h. 


for 


.^rea  of  Pc^rish. 

estimated  i\esiaents  I,.id  1944- 

Rate  able  Vclue. 

Produce  of  Id.  Rate. 

Lumber  of  Inhabited  houses. 


13719  acres. 

3027 

£16444 

£64 

1460 


fhe  main  industry  of  the  area  is 

agricultural;  there  being  also  the  Chatteris  engineering  Porks  on 
"munitions''. 


'II'aL  s: 


hnSTICS, 


Total  luo.  les  Females . 


Birt'ns . 

99 

59 

.ij  e g 1 1 ima  t e 

57 

Illegitimate . 

2 

Still  Births 

3 

3 

Legitimate 

3 

Illegitimate . 

— 

Deat'ns  . 

49 

31 

Deaths  (infants  under 

1 year). 

3. 

2. 

Illegitimate. 

- 

The 

Chief 

40  Birth  Rate  13.6  per  1000 
36  England  cc  .-vciles  17.6  " 

4 

btill  Birtii  Rate  30.3 
per  1000  Births. 


18  beatu  Rate  9«7  per  1000 
hngland  a ,jales  11.6  " 

1.  Rate  per  lOOOlegi tiraate 
Births  32.2. 

For  hngland  cc  •jales  ,46. 


Causes  of  death  were  - 


Heart  A Vascular.  17'. 
L.ephritis.  5 
Cancer.  4 
Pulmonary  Tuberculosis.  1 


There  were  no  deaths  from  Infectious  Disease  or 
of  children  under  2 years  from  diarrhoea. 

Throughout  the  year  there  were  practically  no 
epidemic  form  of  disease.  Cases  were  essentially  sporadic;  all  of 
which  pointed  to  very  definite  general  efficiency  of  the  sanitary 
provisions  of  tne  tov/n. 

The  Death  Rate  of  9*7  per  1000  compares  very 
favo'drabl3'  with  thcit  sf  12  per  1000  for  l^ngluna  ana  'Aales  as  aoes 
the  Birth  Rate  of  18. 6 against  17.6  per  1000  for  the  Country  at  large 
ana  the  Infant  :^eath  Rate  with  32.2  ger  1000  against  46  per  1000 
for  the  whole  Countrj/. 


cratiiiLrc.--^  rTcOv'_SaOR  njOfi-wTri  STIRVICitB  FOR  'Tcixj  iiRDA. 


Public  Health  Officers. 

(a)  One  part  time  Redical  Officer  of  riealth. 

One  part  time  Sanitar;/  Inspector. 

(b)  District  Purse  is  provided  by  the  Local  District  i-ursing 
Association. 


Digitized  by  the  Internet  Archive 
in  2017  with  funding  from 
Wellcome  Library 


https://archive.org/details/b29099456 


(^j)  A District  l.idwife  of  tae  County  iJouncil  bcrvice  is 
t-rovided  for  'oiiis  District  as  are  cilso  ooiiool  ana 
Laternal  a Caild  d’elfare  Clinics. 

II  Le^^islation  in  Force. 

1.  irublio  Health  Act  (Amendment^  Act  1890  Parts  III  ana  IV. 

2.  Fuhliv':'  Aeal'ch  net  (Amendment)  Act  1907* 

3.  Infectious  Disease  (i- revention)  Act  1890. 
rr.ivate  Streec.  '..’oras  Act,  1892. 

Byelaws  are  also  in  Porce  c..s  uo,  - 
Slaughuer  houses. 

Puol  i c P 1 V-.  c.sur e u r ouna s . 

Corrmon  loucin^-.  Abuses. 

X ev;  8 tree  ^s  cdiu  Ai.i  lu'Aiys. 

III  Fathclogical  inves t.igat j ons  are  carried  out  under  an 

arrangement  with  Iving  hd?'ard  VII  i-Arnorial  Institute 
Lev;!  sham. 

Diphtaeria  .-.nti toxin  is  provided  for  cases  requiring  it. 

I.-T.:unisation^  against  Diphtheria  is  carried  out  by  the  County 
..e-alta  eervice.  Inir.unlsed  chilaren  at  the  end  of  1944  Yi/ere  59-2.% 
"dnaei-  5 3*ears  of  age=  89 » 4.'  between  5 dim  15  3^ears  of  age  i.e.  of 
.jcaool  xige. 

-hose  infectious  cases  needing  hospital  treatment  hc^ve  been 
dealt  with  at  Jt-mt ridge  Infectious  aospitc-A.  Arrangements  with 
''Isol.Aion”  hos^.ital  have  existea  out  nave  not  been  utilised. 

For  non-inf ectious  oases  netd;ing  iiospital  tremcraeiit  in 
aa'-.ition  to  .xudenbrooke ' s nos;.ical  and  reteroorougii  mciiiorial 
:.ospit^a,  the  County  x£ospitc.l  ext  Doduington  is  novn  cvailolole . 

ATI  ambulance  is  maintained  in  connection  with  the  nospital 
lundciy  Fund  ana  Contribution  ocheme  for  the  transport  of  cases;  also 
the  Pea  Cross  have  made  a reserve  ambulance  available  for  tne  District 
at  large  in  case  of  special  emergency. 

CJ  ' — ~ ’C  *■■*1  *?  .'^'ur»  : ATT'  1’)“.''  • 

C)  _ A .•  i.  w-’ O - .O  A . '.DAliO  Uj  A • 


'■onstaxit  supplj''  of  water  is  provided  bj'-  the  U.D.C.  to  be 
delivered  at  Printrose  Hill  at  50  feet  per  head  under  a GoncPccCt  with 
the  •Tisbech  ater  mrxs  Companjm  Ine  analj^sis  shows  a high  degree 
of  purity,'  arm  genevallir  ccOequcte  supi_jl3/.  fwo  reservoirs  exist,  which 
if  used  properly  snculd  maintain  140,000  gallons  constantlj^  in  the 
built  up  area.  -he  equipment  is  caadole  of  handling  330,000  gallons 
per  day.  The  prime  source  is  j-nactically  inexhaustible,  • 

DFAI1.X.CH  xI:D  BX-GlIhtOF 

Ihis  is  on  a gravitational  system  ana  thanks  to  the  situation 
of  the  town  secures  a high  degree  of  uniform  natural  efficiency;-  in 
its  working.  Six  cases  of  Diphtneria  ana  none  ®f  enteric  in  the  last 
1C  years  indicate  ver-’^  satisfactory  sewerage  3.rT aii^.emen'Gs . 

An  Outlying  area,  of  tne  town  is  served  by  a sei-^tic  tank 
ins talla  oicn-.  ihis  also  operates  efficientlym 


Tnere  are  no  xiatural  rivers  or  streams  w'itnin  tne  Urban  area, 
-ue  tOTrn  is  situated  on  a ridge.  rn=  rainfall  in  tne  c-.rea  haS  al'ways 
gravitated  on  the  east  and  y/est  sides  into  the  lov/ly/ing  fens.  ihis 
outflow  was  interce-pted  03/  tne  artificial  cuts  and  "rivers"  made 
so.me  3GC  years  ago  when  the  fens  v/ere  reclaimed. 


■i  ^A>/- 


\ 


% 
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OSET  ACCOia:ODA^::iON, 


x’hls  is  oilrnost  entirely  on  the  wn'oer  ci^rrio-ge  syetoi,'.!: 
.V  rev/  are  on  'che  pail  or  ti-ough  system,  anu  uriGil  t.ie  water  pressui,  e 
ie  more  rdiaole  a regui.ar  oonversion  ro  enc,  wui-er  Oarriage  sys  ueiii 
ib  no c u avis able. 


lUBLIl  CLAAlfbJIse:. 

House  refuse  is  olearecl  by  the  Council's  bCuvenging 
H,rt3  Ghree  times  we^alv'  to  'Ght.  uumps  on  one  oiioskircs  of  tin,  town 
ana  there  suitably  aealt  with. 


PCOD . 

All  tne  premises  of  the  Fooa  heta.il ers  were 
ins^, eeted  anu  the  conai Lions  unereof  found  sarisf act ory., 


SCii'wbJ-iS . 

These  are  caII  su.. plied  w;ith  a pii/ed  water  sup^l,-';-  and 
the  ^xneral  sanitcAr"''  conui  tion.s  ionncA  to  be  well  w^tpt  and  quite 


Broadly  speaning  tne  limitations  of  quantity  aiio 
quality  of  available  rationed  fooas  have  had  an  adverse  e.t‘f ec  t on  the 
nutrition  of  p^op'^le  at  large,  least  so  in  those  entitled  to  special 
rations  and  haS  d iininished  powers  of  er..durance  and  pov/er  or  recovery 
from  illness  onu  resistln^.  disease, 

Saoh  year  necessitates  the  closer  studv  of  the 
comparati’/e  Values  of  various  articles  of  available:;  food  if  the 
healtn  of  the  communi ty  is  to  be  maintained  at  its  best. 


= :A1  e>x:.;  a-al:A  JUIiX'HUIj  0 '/g-Xt  Xi'il'-J.O  x' 1 0 Ub  JU  0 jjl ) t JX-  jAt. 

This  year  was  maritea  by  freeaom  from  epidemic  disease, 
■''ases  were  all  essentially  sporaaic  oomp)rising  - 


Scarlet  I’ever  14 « 
Influenza.  3a 
heasles.  f. 
Fneumonia.  2, 
Jaund ice.  2. 


'.hicoping  Cougxi.  1. 

h'ith  tne  excci^-  cion  of  one  case  of  xneurrionia  all 
recovered  ana  none  were  removed  to  -lospital. 


Some  Influenza  of  a mild  ty^^e  developed  in  the  early 
morn; .13  of  the  year  but  determin<,d  tne  aCath  of  three  elderly  males. 

Irifant  vaccination  is  carried  out  but  the  percentage 
of  oojectors  increases,  rhere  being,  far  less  objection  to  tne 
-.-.iidiphtheria  imirrunisation.  '.ever theless  email  x-^ox  steauil;/  becomes 
a .mere  aiiu  more  threatening  danger. 


Fortunately  cv/ing  to  their  St/ecial  e.ttra  rations  the 
le  vel  of  child  health  see^-.s  distinctly  hr' gacr  tnax.  tA..t  of  aQults  ana 
'hereby  the  risks  of  disease  are  materially  reduced. 


By  all  Tjre-war  stanaards  the  housing  conditions 
definitely  deteriorated  and  lack  of  materials  prevent  any  chock  b*ein 
pat  cn  this  process.  i-.'ev/  building  is  at  a standstills  '.r/ery  effor 
_c  -ade  oy  tne  scavenging  and  our  efficient  sewerage  system  bo 
t . hygieni-j  condifiens;  ana  in  tnis  v/ay  undoubtedly  much  ill 

. - .l.'h  and  disease  has  been  obviated..  Until  tne  ez'xa  of  the  war  and 
-'.t-cuatior.  burden  has  oetn  ligntened  muen  further  improvement  is 
be  loohe-d  for  or  our  good  vital  statistics  .stiil  furtner 


K , n a ' 

Ledical  Officer  of 


cigned. 
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